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SUBJECT: RWANDA DENTAL HE ALTH: DUTY -FREE ENTRY OF DENTAL 
EQUIPMENT 

REF: KIGALI 318 

1. DEPARTMENT FORWARDING VIA JUNE 19 POUCH DR. SIMMONS' 
LETTER TO EMBASSY TO BE DELIVERED TO MINISTER OF HEALTH, 
KAMILINDI. SIMMONS' LETTER STATES THAT HE UNABLE TO TIE 
UP FUNDS BY POSTING BOND AS PROPOSED BY GOR. LETTER ALSO 
STATES THAT DENTAL EQUIPMENT CANNOT BE TURNED OVER TO GOR. 

2. SINCE TIME IS CRITICAL, SIMMONS IS REQUESTING GOR 
TELEGRAPHIC AUTHORIZATION FOR DUTY-FREE ENTRY OF 
EQUIPMENT AND TELEGRAPHIC AUTHORIZATION FOR HIM TO 
PRACTICE DENTISTRY IN RWANDA. 

3. DEPARTMENT/AID WOULD APPRECIATE EMBASSY'S ASSESSMENT 
OF LIKELY KAMILINDI RESPONSE TO SIMMONS' INABILITY TO 
COMPLY WITH GOR TERMS CITED REFTEL. KISSINGER 
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